M 


Rio Simulator Shelf 


Vantage 

Menthol 

Kings 

Vantage 

Menthol 

100's 

Newport 

Kings 

(Soft) 

Newport 

100's 

Newport 

Lights 

Kings 

Newport 

Lights 

100's 


Kool 

Kings 

Kool 

100's 

Kool 

Mi Ids 

Kings 

Kool 

Mi Ids 
100's 

Kool 

Lights 

Ki ngs 

Kool 

Lights 

100's 


Merit 

Menthol 

Kings 

Merit 

Menthol 

100's 

Rio 

Lights 

Kings 

Rio 

Lights 

100's 

Virginia 

SI ims 

Virginia 

SI ims 
Lights 


B&H 

Menthol 

B&H 

Lights 

Menthol 

B&H 

Ultra Lts. 
Menthol 

Belair 

Kings 

Belair 

100's 

PIayers 
Menthol 

Ki ngs 

PIayers 
Menthol 
100's 

Salem 

Kings 

Salem 

100's 

Salem 

Lights 

Kings 

Salem 

Lights 

100's 

Salem 

SI im 

Lights 

Any other brand 


Source: https://www.industrydocuments.ucsf.edu/docs/gkjj0004 
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